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Message Text 


E.O. 11652: NA 

SUBJ: TELEPHONE INSTALLATION NEW OFFICE BUILDING 


1 . DURING LAST RCO VISIT POST WAS ADVISED BASEMENT ROOM 
CONSTRUCTED FOR PABX TOO SMALL (BECAUSE OF PABX BATTERY FUMES). 
CONTRACTOR NOW SUGGESTS LEAVING SWITCHBOARD ELEMENT IN ORIGINAL 
PABX ROOM. PLACING BATTERY IN FORMERLY DESIGNATED TRASH ROOM 

ON OPPOSITE SIDE BASEMENT, LAYING CONNECTING CABLE. 

2. PABX ROOM 1 METER BY 2 METERS, TRASH ROOM 1 METER BY 

1 METER APPROXIMATELY. TRASH ROOM CAN BE VENTILATED THROUGH 
DOOR TO OUTSIDE. VERTICAL SPACE EXTENDS FROM BASEMENT TO 
ATTIC. WOULD REQUIRE VENTILATION IN ATTIC. 

3. ADVISE. 

COURTNEY 
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